BEPP Component 

Component 

Score 

No. of 

Component 

Elements 

Maximum 

Component 
Score Possible 

Unweighted % 

Component 
Weighting % 

Section A: Introduction 

0 

3 

9 

0,0% 

3 

Section B: Spatial Planning and Project 

Prioritisation 

0 

22 

66 

0,0% 

25 

Section L: Intergovernmental Project 

Pipeline 

0 

10 

30 

0,0% 

30 

Section D: Capital Funding 

0 

6 

18 

0,0% 

8 

Section E: Implementation 

0 

4 

12 

0,0% 

10 

Section F: Urban Management 

0 

7 

21 

0,0% 

12 

Section b: Institutional Arrangements 

& Operating Budget 

0 

3 

9 

0,0% 

7 

Section FI: Reporting & Evaluation 

0 

6 

18 

0,0% 

5 

Total Score 

0 

61 

183 

0,0% 

100 



Component Scoring System 

tin 

silver 

gold 

platinum 





Weighted Score 

Component 
Classification: 
tin / silver /gold / 
platinum 

Zero Fulfillment 

Partial 

Fulfillment 

Fulfilled 

Exemplary 

No evidence of 

fulfillment of 

standard 

Tangible 
evidence of 
partial 
fulfillment 

of standard 

Tangible & 
complete 
evidence of 

fulfillment 

of standard 

Exceeds 

standard 

Level 0 

Level 1 

Level 2 

Level 3 

0,0 

tin 

0 

1-3 

4-6 

7-9 

0,0 

tin 

0 

1-24 

25-50 

51-66 

0,0 

tin 

0 

1-10 

11-24 

25-30 

0,0 

tin 

0 

1-8 

9-14 

15-18 

0,0 

tin 

0 

1-5 

6-9 

10-12 

0,0 

tin 

0 

1-7 

8-16 

17-21 

0,0 

tin 

0 

1-3 

4-6 

7-9 

0,0 

tin 

0 

1-8 

9-14 

15-18 

0,0 

tin 

0 

1-40 

41-69 

70 - 100 


